ŽK Yuhuan New Times Machinery 


Equipment Co., Ltd. 


Specializing in the development of automatic assembly series 


of disposable medical devices. 


Yuhuan New Times Machinery Equipment Co., Ltd. was founded in 
2002. It is located in the China Aseptic Pharmaceutical 
Industrial Zone, Taishan Village, Yuhuan County, a coastal city 
in the southeast of Zhejiang Province. It is adjacent to Lupu, 
with high-speed and high-speed rail nearby, and the 
transportation is very convenient. The company is an enterprise 
specializing in the development of a series of disposable 
medical equipment automated assembly products, with strong 
technical force and excellent product quality. With good 
integrity and thoughtful service, we have won praise from users. 
The company has long developed a disposable syringe automatic 
assembly machine, mask machine, insulin hot single machine, 
infusion set packaging machine, long tube machine. Complete 
variety, easy operation and reliable quality. The products sel | 
well in Zhejiang, Shanghai, Jiangsu, Anhui, Shandong, Henan, 
Hebei, Tianjin, Liaoning, Jilin, Heilongjiang, Shanxi, Shaanxi, 


Jiangxi, Fujian, Guangdong, Guangxi, Inner Mongolia and other 


regions, and are exported to Pakistan, India, Russia and other 


countries And region. 





Safety pen-type lancet 





Pen-type lancet 





Safety injection needle 





Pagoda insulin 
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Big plastic needle 
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Single blade 


Beauty needle 





infusion set 





Three-piece water stop valve 





Safe Pagoda Insulin 


Nasal Oxygen Tube 


Contact us 

Do You Have Any Question? 

For any inquiry from customers, we will give a professional and 
reasonable quotation at a fast speed. 

Insulin Syringe 

Feel Like Talking 

*86-05/6-87111318 

Contact Via Emai | 

14169051380qq. com 

Head Office Address 

Taishan Village Pharmaceutical Assembly Base, Qinggang Town, 


Yuhuan County, Zhejiang Province 


